FLOODLIGHT LEAGUE 


White Jerseys with 
Green Circlet and 
Green Shorts 


Bill ALBURY (4) 


Chris HARDING (8) 


Allan RIDING (7) 


Referee: 
H. BAILEY 
( Bath) 





TONIGHT'S TEAMS ——— KICK-OFF 7.15 pm. 


wE OV- De 


| Gordon CHILVERS | 


Alan HERRITY (2) 
Len HARRIS (5) 


George GULLEY (9) 





TOW W Substitute: 


Terry Foley 


Ted READ (3) 
George MUIR (6) 
Dave TAYLOR (10) 


Graham REES (11) 


Linesmen: 
S. ANDREWS 
D. BRICE 


B ITMAN (11) BELLETT (10 ) FRANCE (9) RUTLEY (8) PRING (7) 
DAVOCK (6) BROWN (5) BREWSTER (4) 
BALSOM (3) McGHEE (2) 
| WAKEHAM | 
Red Jerseys and substitute: 
White Shorts POOLS TOWN 


Next Home Match: 
PORTLA WD 
Saturday, 8th April, 1967 


Western League 
0" Y ETS "D 
5 p.m 


Southern League Premier Division 
CHELMSFORD 


Saturday, 15th April, 1967 


GAT’ 
Sapam 


